ST. PAUL'S CATHOLIC CHURCH 
Oldest Catholic parish in state, established 
in 1821, it originally comprised almost all East 
Carolina, and members attended from as far 
west as Greensboro. The present building 
was erected in 1841. 
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8 — St. Paul's Catholic Church, New Bern, N. C. 








